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Message Text 


LIMITED OFFICIAL USE MOSCOW 16263 

FOR OIC/RTC FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST FOR OSCILLOSCOPE CAMERA 

1 . TEKTRONIX C-31 CAMERA MECHANISM HAS SUFFERED DAMAGE DURING 
RECENT FIRE. 

2. CAMERA IS USED TO RECORD SPECIAL MEASUREMENT SPECTRUM. 

3. PLEASE FORWARD REPLACEMENT C-31 CAMERA AND MOSCOW CAMERA WILL 
BE SENT BACK TO SY/OPS/T FOR REPAIRS UPON RECEIPT OF REPLACEMENT. 
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Message Attributes 
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Current Classification: UNCLASSIFIED 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW16263 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770415-1082 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 38 
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Office: ACTION SY 
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Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Status: NATIVE 

Subject: REQUEST FOR OSCILLOSCOPE CAMERA 
TAGS: ASEC 
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